CATHEDRAL  OF  TOMORROW 
Cuyahoga  Falls  —  Ohio 

Rex  Humbard's  Inter  denominational  Cathedral  on 
Route  8,  just  North  of  Akron,  is  a  marvel  of  modern 
architectural  ingenuity. 
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